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PARTIH 

Medical Education Department 


TENDER NOTICE 
[No. 1/11] 

No. C/1204/2011/DCK. 31st May 2011. 

Sealed tenders are invited for the installation of 
Minor Central Oxygen System and Minor Nitrous Oxide 
System—1 No. to the Operation Theatre in Department 
of Oral & Maxillofacial Surgery of Dental College, 
Kottayam. 

PAC—? 40,000. 

EMD—1%. 

Last date of receipt of Money Order—25-6-2011. 

Last date and time of sale of tender form— 
30-6-2011, 3 p. m. 

Last date and time of receipt of tender form— 
1-7-2011, 3 p. m. 

Date and time of opening of tender—2-7-2011, 
11 a. m. 

The tender should be superscribed Tender 
No. 1/2011 due on 1-7-2011 and addressed to the 
Principal, Govt. Dental College, Kottayam. Late tenders 
will not be accepted. The tenders will be opened at 


Dental College, Kottayam on 2-7-2011 in the presence 
of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may obtain tender from the 
undersigned on cash payment of ? 338 during office 
hours i.e., 10 a. m. to 3 p. m. Cheques, Drafts, Stamps 
etc. will not be accepted towards the cost of tender 
form. Duplicate Tender forms can be obtained on 
additional payment. The tender form is not transferable 
and cost is not refundable. The undersigned reserves the 
right to cancel the tender at any time partially or 
completely without specifying any reason. 

Tender form will be supplied to the firms by 
Registered Post subject to cash payment by Money Order 
inclusive of postal charges ? 50. Money Orders will be 
accepted only upto 16-6-2011. 

(StftiO§c!C»o fflOJoaiSraS e<ft>oeg KlcsejcBS) rarejaj aora 
ff>®acn(3 6>cn)a3(so3 ootescrulsod crularucnjo oo2i<tx 3 oocniscru 
650<ftooaruajD cruloromjo @ra Qcft.oegeafl6)£j oooraS crudssol 
an1n_|oc3§02)a?]lKs3 avmocblcBOjanoilcn ajeracu^j ra^>^ejocTujcft.a3 
cMdsroln^Oc&oggjcmj. os6n§(3 GaOKMjcfticd ec&>o§m)o oajDCijjoS 
Gc&>o(Bgs3 csrajcioIcnilKsSaolonojo cnlc/ailor ajlejocft.osjrarroj ecnolgj 
mo6Sfio<U2amRnc>6nd. os6n§(3 csanoo OT)nJoej1«s3 caj6neajc3 
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aoefflo 6)S6rr3dS (Sacomlcnjo asevsA (Bnno2l6)o3 ojleKBcssofflsoijjo 

? 50 ROnJOraS dJO^SSJo (.nj1(T3<TWla-|Oo3, OOJD03 o 3 (ScSiOGgSS, 
e<ft>o§cQ)o-8 n^crn culeiooDorcoloS ore cm era c9® 6m o. 6)S6n§(3 
Gn£ioi2l6)ag ailei eaiffllG§o 26ml 63odicu)c8 2j6)joa3)l0(S2o 
2O[.0)(S2 0Djlc9> Ol c06)J cft> OffiJ ggj. g (lJ <ft> O 6TD 013)1 6) 0$ 

ailaafl0o(O63T3a3 os6n§ol6)o^ Onjotrojcu^cuoruritsic^ ojcroeiocraai 
os6n§(3 GaDoaleioDOnjo ejelcsojancrooern. n®6)0)ooj 6)S6n§ojo 
eocol a aoe®o ojjai6m 20 (scrao ssooanofflj coioosmcujo 
c9306m1cS006)0) ogjOiijtgjjanDRrncD LnJlaStfol'iJoglaD rareailcOiOOo 
g 6T130 CS2)1 ol <SS)J CTO 0)0 6TD. 

raresBioS (rnjeft,— ? 40 , 000 . 

<DlOO)(.3(U^o—1%. 

3(3<^ejocn) GaDooorroloog culei—? 338. 

06td1 630(3cuk 3 crujIcSiOlceojaD raraajcroocn 0)1cra0>1— 

25-6-2011. 


Q^aejocro CBaOooo ru1o3c9S)jar) orecuaDOCD 0)1<®0)1<®jo 

cruacffiaijo—30-6-2011, 3 216ml 

Q(3(i£jO(TO (SaCOOo 01) iTcOi 01(06)201) 0180101)00) 

O)1tD)O)1c!C»20 ODmcmeUJo-1-7-2011, 3 2611)1. 

3 c3<i£jooru (BciDooo anjOcflojoD oilcmoflcrajo odocqxujo— 
2-7-2011, 11 2)6ml 

6)S6113(3 Ga£)0o ga36)c96)0 ggJOD c9i<U Ol O)J 2J eft. gl(03 
6)S6n5(3 o)(njojo oijocoojai) cmlcmcmlcrajo da>06n)1^jlo1ce6)6n)o. 
6)S6TB(5 (SaOO 2l6K$ 011 £1 2 S c06)1 CD ®3 tft> J OD O) £1. 630(500 
6)S6TT30Jo (,nJ®®)i<Sio (B26)£J <PJ (5013)0 SJcOiJ s1<D) ceiDJOJcOigloS 
a)o8GcB3 6rB0)O6n). 

Govt. Dental College, (Sd.) 

Gandhi Nagar, Kottayam. Principal. 




